Bob Thiery not we like him at all on what he told me zsoproorfozo
Well he has  thick large brown mol on his nose since ever well I read recently 
mols larger than 7mm or so i diameter his is much bigger and thicker, well these larger or much larger 
are prone to become cancer asin it is more than just a bit risky, so his best to get him to
be called by someone us anonmously not name in particular explain him the risk and best to let it take away
by to go to local hospital its skinn doctor and he telling the fact risk want to get rid of it for her to 
pass on to hospital surgerer for such etc 
no lead to me or us rather just cold call yes ok buy.
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